.»» Lhe Most Inefficient Boot Device ... 
This Device consists of an 8 GB Ultimate 
Speed Series Compact Flash Card that has 
an ISO 9660 ROM File System of Kubuntu 
32 Bit, a Compact Flash to 
PCMVIA/PCMCIA Adapter, A PCMCIA 
TO USB Adapter / PC Card Reader ... 
To boot it in the BIOS of An IBM Lenovo 
T61/T60/T400/T420 you have to press 
Ctrl+Alt+Delete and F12 until BIOS Beeps 
and it will show up on the Boot Menu ... 
To Crack WiFi Spoof The Mac Address to : 
£4:£4:14:14:14:f4 with 45.60.1.1 DNS ... 
balenaetcher and win32 disk imager 
as well as UNetbootin can create a Live 
USB on a Compact Flash Card ... 
Compact Flash Card 8 GB > Compact 
Flash To PCMVIA Card Adapter > 
PCMCIA Card Reader USB > IBM 
Lenovo T400/T420 and 
F12/Ctrl+Alt+Delete in the BIOS Keys ... 
When Randomly Selecting A Random 
BSSID I get 23 Megabits Download and 5 

Megabits Upload for Free of No Charge ... 


